MONTGOMERY  MONUMENT,  ST.  PAUL'S  CHAPEL,  N.  Y. 


MONTGOMERY  MONUMENT, 
BROADWAY  PORTICO 
St.  Paul's  Chapel,  Parish  of  Trinity  Church,  in 
the  City  of  New  York.  Erected  by  order  of 
Congress  to  the  memory  of  Major  General 
Richard  Montgomery,  killed  at  Quebec,  Dec. 
31,  1775.  Purchased  in  Paris  by  Benjamin 
Franklin. 
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